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Molophilus (Molophilus) pleuralis de Meijere 
Molophilus pleuralis de Meijere; Tijd. v. Ent., 63: 60-61, fig. 53 (hypopygium); 1920. 
Molophilus pleuralis Edwards; Trans. Soc. Brit. Ent., 5: 144, text fig. 29 g (hypopygium) ; 
1938. 
Europe. Iran: Bar, June 30, 1956; Emaret, May 21, 1956; Lius, 2200 meters, September 
14, 1955; Quattekas, September 19, 1955; Zanus, 2000 meters, September 21, 1955 (Schmid). 


BOOK REVIEW 


INSECT PHYSIOLOGY. Vincent B. Wigglesworth, 7th ed., 166 p. 1974. John Wiley & 
Sons. $4.95 paperbound ($8.95 cloth). 


Sir Vincent’s paperbound 7th edition is a real bargain at current book prices. Nearly 40 
years after publishing the first edition, this new, revised little book is as readable an intro- 
ductory account of insect physiology as only this masterful author can present. The brief, 
but complete survey of the subject can be recommended as a stimulating introduction to 
insect physiology for naturalists, biology students in high schools and colleges, and to 
Scientists in other disciplines who would like to become acquainted with an authoritative 
and clear treatment of insect physiology. Each chapter is followed by a list of references, 
from Dietrich Bodenstein to J. de Wilde, with a fair sprinkling of Wigglesworth’s own 
contributions to almost all subjects. There are adequate drawings, illustrating anatomical 
details. A subject index completes the book. 


Kart MARAMOROSCH 

Waksman Institute of Microbiology 
Rutgers University 

New Brunswick, New Jersey 


